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MINISTRY OF AND CIVIL SUPPLikS 

(Department of Civil Supplies) 

fU'i; 

New Delhi, the 24th October, 1986 
ORDER 

S.O. 760 (E) .—In exercise of the powers conferred by sub-clause 
(xi) of clause (a) of section 2 of Ihe Essential' Commodities Act, 
1955 (10 of 1955), the Ceiifi'al G6vernment hereby declares "Surgical 
Implants ' to be an essential comihoflity for the purposes of the said 
Act. 

[File No. 26(21) |86-ECR] 
D. K. SINGH, Jt. Secy. 


FMNTXO BY TUB MANiOU, OOVT. OF MHA YUM. UNO HOAD, NEW OtLHI-110064 
AHO VtnUStlBB BY THE OV YUlUOAnom, II1U.IU>UOO'4, 1986 



